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CON TEN TS iD aT Published by His Majesty’s Stationery 
rer? of AT ne Office and obtainable directly from them 
Wholesale Prices in, August, ae": mee?’ 341 at the following addresses: York House, 
; t re, ; * me] d Y 349 Kingsway, London, W.C.2; 13a, Castle 
1h. ree NPT V2 1044 Te | Street, Edinburgh, 2; 39-41, King Street, 
Customg Regulations dnd ‘Pariff Changes {345 Manchester, 2; 1, St. Andrew’s Crescent, 
i Cardiff ; 80, Chichester Street, Belfast ; or 
Trade ahd Indpstry_ “y 2Y w. | 346 through any booksellers. 
Statutoky Notices Aaa E, 1347 Registered as a Newspaper. Crown 
tae copyright reserved. Extracts may be pub- 
Publications Received ... set ae lished if the source is duly acknowledged. 
Volume 150 No. 2493 Price 6d. net ; 26s. per annum ; post free 30s. 16th September 1944 
Wholesale Prices in August 
The following table shows the movement of wholesale prices in the last thirteen months in each of the eleven groups of com- 
modities specified. It also shows the changes over the same period in prices of (a) industrial materialg classified according to 
stage of manufacture, and (b) building materials. All the commodities included in (a) and (b) are also included in their 
appropriate commodity groups (V-XI). :In cases where the Government buys a commodity at one price and resells it ata 
lower one (e.g. home-produced meat) the subsidised price is the one used for the index; where: different prices are charged 
according to the use to which the article is put (e.g. in the case of sugar and flour) a weighted average of these is taken. 
Averages for the Year 1930 = 100 
1943 1944 
Group : 
Aug. | Sept. | Oot. | Nov. | Deo, | Jan. | Feb. | Mar. | Apr. | May | June! July | Aug. 
i I. Cereals... «so ose .--| 169-3 | 169°4 | 169-7 | 169-4 | 169-6 | 169-8 | 169-6| 169-6 | 169-5 | 169.2 | 167-9| 166-2 | 1633 
\f II. Meat, fish and eggs aan ees] 121-5 | 121-5 | 121-5 | 121-6 | 121-8 | 121°8 | 121-8) 121-8 | 121-8 | 121-8 | 121-8) 121-8 | 121-8 
y H III. Other food and tobacco ---| 182-1 | 183°8 | 1793 | 179-2 | 181-8 | 182-8 | 182-9; 182-1 | 181-6 | 181-8 | 181-4] 190-8} 188-4 
[ Total—Food and tobacco .--| 168°2 | 158-8 | 157-3 | 157-2 | 168-3 | 158°7 | 158-7) 158-4 | 158-1 | 158°1 | 157-6) 160-5 | 158-8 
Coal eee coe be .--| 185-8 | 185-8 | 185°8 | 185-8 | 185-8 | 185-8 | 201-6| 201-6 | 201-5 | 201-5 | 201-5) 201-5 | 223.5 
Iron and steel ... soe ---| 182-8 | 182-8 | 182-8 | 183-0 | 183-0 | 183:0 | 183°0| 183-0 | 183-0 | 183:2 | 183-4) 183°4 | 184-5 
Non-ferrous metals “an .--| 126-0 | 126-0 | 126-0 | 126-0 | 126°0 | 127°4 | 127°4) 127-4 | 127-4 | 127°6 | 128-0} 128-0 | 1280 
Cotton ... ove Pete ---| 136-2 | 136-2 | 136-2 | 136-2 | 137-0 | 139°5 | 139-5| 139-6 | 150-1 | 159-3 | 169-3/ 159°3 | 159-3 
Wool sos aes aoe ...| 178-8 | 180-6 | 182-4 | 182-8 | 182-8 | 182°8 | 182°8/ 183-6 | 183-8 | 183-9 | 1840) 184:0 | 184-0 
Other textiles... eee .--| 182-9 | 131-7 | 131-6 | 131-2 | 183-2 | 133-6 | 133-7] 134-2 | 134-1 | 134-3 | 134-6] 133-7 | 133-6 
Chemicals and oils ose .--| 145-5 | 150°4 | 160°6 | 150-5 | 160-5 | 151-3 | 151-4) 151°6 | 151-6 | 151-6 | 151-7) 151°0 | 161-1 
Miscellaneous... oes ---| 176-9 | 177-9 | 177-8 | 179-3 | 180-2 | 181-0 | 181°2| 183-2 | 183-6 | 183-9 184-9] 184-9 | 185-2 
Total—Industrial materials 
and manufactures... ---| 163°9 | 164°7 | 164°9 165-3 165-7 | 166-4 | 167-4| 168-0 | 169-0 | 169-9 | 170-3) 170-1 | 171-7 
Totat—All articles... .--| 162°2 | 162°9 | 162°5 | 162-7 | 163-4 | 164:0 | 164-6) 164-9 | 165-5 | 166-1 | 166-1] 167-1 | 167°5 
Industrial materials (excluding fuel) :— 
Basic materials ess ded .--| 178°1 | 175-2 | 174°9 | 176-0 | 177-6 | 1785 | 178-7) 180-2 | 183-0 | 186-4 | 186-1] 186-0 | 186-0 
Intermediate products eee e+e] 171-8 | 171-9 | 172-4 | 172-6 | 172°6 | 172-8 | 172-8; 173-0 | 174-7 | 176-2 | 176-3) 176-1 | 176-2 
Manufactured articles... soe .--| 165°0 | 155°9 | 166°O0 | 156-4 | 166°5 | 157-5 | 157°6| 158-1 | 157-8 | 157-7 | 168-1) 157-9 | 158-9 
a Building materials ove oop .--| 150°4 | 150°4 | 160-2 | 160-6 | 150-6 | 152-1 | 152-3) 152°9 | 152-9 | 153-0 | 153-4] 153-4 | 153°8 
Wholesale prices in August, as measured by the Board of Trade index Percentage change 
. s No.| No. compared with 
index number, rose by 0:3 per cent. compared with July, as a Group of 
result of a rise of 0-9 per cent. for industrial materials and manu- items} Aug. | July | Aug. | Ang. 
ocuments § factures which was partially offset by a fall of 1-1 per cent. in 1944 | 1944 | 1943 1939 
t day. food prices. The rise for industrial materials and manufactures 
ntinually | 8 the largest nfonthly change since December 1940. The rise I. Cereals ... ...| 20) 163-3 | —1:8] — 36] + 945 
during the fifth year of war was 3-3 per cent., which shows a II. Meat, fish and eggs} 20) 121-8 * [+ 03] + 444 
slight upward movement compared with 2-1 per cent. in 1943. Ti. ~~ Red” one 28 | 188-4 13 35 88-1 
rs syste § In the first three years of war the increases were 42-8, 9-4 and _—e- ri o + + 
we, inet 36 per cent. respectively. Since August 1939 the aggregate |Total—Food andtobacco| 68 | 1588 | — 1-1] + 04| + 75-77 
increases have been : all articles 71 per cent., food and tobacco ; — 
this) /6 per cent., and industrial materials and manufactures 68 per IV. Coal wee onal «=D | 223-5 [+ 10-9 | +203] + 90-3 
e oney cent. V. Iron and ateel ...| 37] 1845 |+ 0-7} + 1:0] + 43-5 
utive.| The regrouped data, in which the prices of industrial materials VI. Non-ferrousmetals) 8 | 128-0 | * | + 16) + 272 
of the} and manufactures (except fuel) are classified according to the VII. Cotton... | 10) 169-3 ‘é +170 | + 95-7 
short, } stage of completion reached by the products concerned, showed 3 pte Shintiles |... = as ~o1 e . rt hd 
no change compared with July for basic materials, but increases X. Chaasicale woe oils) 15 rl +0-1)+ 3-9] + 62-4 
— ._,'§ of 0-1 per cent. for intermediate products and 0-6 per cent. fo 4 , , ‘ 
Ow | o pe ; prc P - for XI. Miscellaneous ...| 33 | 185°2 | +0-2| + 47| + 92:8 
|} Manufactured articles. In comparison with August 1939 the 
puse, \§ increases were: basic materials 97 per cent., intermediate pro- {Total — Industrial 
'§ ducts 69 per cent., and manufactured articles 46 per cent. Prices materials and manu- 
studing! of building materials showed a rise of 0-3 per cent. on July, the factures ons ---| 132 | 171-7 | +09) + 48) + 68-0 
burchase |) MCrease since the outbreak of war being 48 per cent. : ? : ° a ¥ 
Fax and ' The much greater rise since pre-war shown for basic materials Torai-—All articles... 200} 1076 | + 03 | + 3:3) + 707 
parriage. § Might suggest that the price of (say) raw wool had advanced Industrial materials (ex- 
a. much more than those of wool yarn and cloth, but this con- olnding fuel) :— 
s clusion would be almost wholly false. In general, there is not a Basic materials ..| 33] 186-0 \ + 74| + 968 
T.J./*,§ very great difference between the price rises shown at the various Intermediate products} 38 | 176-2 | +01)|+ 25| + 69-2 
stages of manufacture of any one article, and in several cases Manufactured articles | 48 | 158-9 | +06/|+ 25) + 462 
= ¢ rise has actually been least for the raw material because the vie , 
full effect of @ subsidy is visible there. The true explanation ‘Building materials _...|_16 | 163-8 | +03! + 23/ + 47°8 
e408 of the greater rise shown by the raw materials index is essentially * No appreciable change. 
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that it contains various items, such as paper-making materials, 
which have increased enormously in price and for which there 
is no quotation available at later stages of manufacture ; similarly 
the index for intermediate products is raised above that for 
manufactured articles mainly because it includes timber. 


Prick Cuancss in Commoprry Groups 


The table on page 341 shows the number of items included in 
each of the groups of commodities distinguished in compiling 
the index number, and the percentage changes in each group 
comparing prices in August with those of a month and a year 
earlier, and with those of the last pre-war month. 


Food and Tobacco.—The decrease of 1-8 per cent. in the index 
number for cereals was essentially due to reductions of 74 and 
34 per cent. in the prices of English Gazette average and English 
malting barley respectively. Oats for feeding, which only have 
a weight of one-third in the index, were cheaper by about 8 per 
cent. 

In the “ other food ” group, the main change was a seasonal 
fall of 84 per cent. for potatoes. Decreases of about 4 per cent. 
were shown in the average prices of tomatoes (due to a reduction 
in the controlled prices towards the end of August) and of coffee. 
The average price of apples fell by just over 1 per cent., but no 
other change exceeded that amount. 


Industrial Materials and Manufactures.—A substantial increase 
in the price of coal took place at the beginning of the month, the 
index for the coal group as a whole rising by 10-9 per cent. In 
general the increase was 4s. per ton, but this was not uniform for 
all descriptions. For the types included in the index the per- 
centage changes ranged from just over 8 per cent. for South 
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Wales ordinaries to nearly 13} per cent. for Nottingham and 
Derbyshire small nuts. 

For the iron and steel group, the rise was due entirely to 
increases in the controlled prices of manufactured iron goods, 
Prices of crown iron, hoops and marked bars each advanced by 
£2. 7s. 6d. per ton, representing increases of about 15, 14 and 13 
per cent. respectively—the first changes since the end of 1940; the 
price of rainwater pipes rose by nearly 6 per cent., and of bolts and 
nuts by rather more than 1 percent. As these changes came into 
effect on 15th August, the increases taken into account in the 
August index are about half those mentioned. The only other 
changes exceeding 1 per cent. occurred in the miscellanous group, 
the price of tiles increasing by 4 per cent., and that of slates by 
rather less than 2 per cent. due to the discontinuation of cash 
discounts to merchants. 


Percentage Changes.—The following table shows in 5 per cent, 
ranges the increases and decreases among the price averages for 
food and industrial materials :— 


AUGUST COMPARED WITH JULY 














Food and tobacco Industrial materials 
(68 items) (132 items) 
Per cent. —— 
Increases Decreases Increases Decreases 

10—15 — — 6 —_ 
5—10 a 6 6 

Under 5 1 9 5 2 
Total 1 15 17 2 




















Announcements 


Nore: Copies of all Orders referred to in the Board of Trade Journal can be purchased through any booksellers, agents, 


or direct from H.M. Stationery Office. 
Tanned Goatskins and Sheepskins 


The Ministry of Supply announces that, following the visit of 
a United States Mission to the United Kingdom during June 
and July, arrangements have been made regarding the allocation 
of supplies of raw goatskins, East India tanned goatskins and 
East India tanned sheepskins between the United Kingdom and 
the United States. 

The principal object of the Mission was to arrange with repre- 
sentatives of the Ministry of Supply a fair and equitable method 
of dividing the available supplies between the United States and 
the United Kingdom during the war and to make recommenda- 
tions for bringing the purchasing arrangements of the two 
countries more closely into line. In the light of the current 
supply difficulties such arrangements are considered essential to 
both countries in order to ensure an uninterrupted flow of this 
important raw material and to avoid an inflationary trend of 
prices. After a full consideration of all the available information, 
recommendations were made which have now been accepted by 
the United States and United Kingdom authorities to cover the 
division of available supplies and the setting up of a Joint Goat- 
skin Office in Washington to screen offers and to authorise 
appropriate purchases by the two countries. The Mission also 
recommended that the United Kingdom should introduce 
Government purchase of raw goatskins. Government purchase 
already exists in the United States. The report and recommenda- 
tions of the Mission have been considered and approved by the 
Combined Raw Materials Board. 

The recommendations provide that: (a) As from Ist June 
1944 the available supplies of raw goatskins will be divided 
between the United States and United Kingdom in the ratio of 
5} to 1 subject to a stock adjustment in favour of the United 
States. (b) The United States will refrain from purchasing 
tanned goatskins or tanned sheepskins during the balance of 
1944 until the United Kingdom purchases have reached agreed 
levels. Any additional quantities shall be divided equally 
between the two countries and as from Ist January 1945 until 
further notice the supplies of East India tanned goatskins shall 
be divided 30 per cent. to the United States and 70 per cent. to 
the United Kingdom and East India tanned sheepskins 1 to the 
United States and 5 to the United Kingdom, both ratios to apply 
up to a stated quarterly amount and any additional supplies to 
be divided equally between the two countries. The United States 
and the United Kingdom are taking steps to ensure that the 
selections and quantities of raw and tanned skins bought by the 
two countries and the prices paid shall be in line. The above 
ratios apply to the balance of supplies available after taking into 
account the essential requirements of Canada and South Africa, 
who are being invited to participate in the plan for dividing the 
total available supplies and discussions are proceeding. It is 


New Orders, however, may not be immediately available. 


expected that as in the case of hides and calf and kipskins the 
arrangements for co-ordinating the United States and the United 
Kingdom purchases will contribute to ensuring a steady flow of 
foreign supplies to both countries in the agreed proportions. 
Details of the arrangements may be modified from time to time, 
but the general character of the plan is such that it can continue 
as long as the need for such combined planning exists. In any 
event it is planned to review these arrangements at the end of 
hostilities with Germany. A further announcement will be made 
in due course in regard to the purchase of raw goatskins by the 


Ministry of Supply. 


Upholstered Utility Furniture 


PRICE CHANGES 


Revised maximum prices have been fixed by the Board of 
Trade, in consultation with the Central Price Regulation Com- 
mittee, for the following articles of upholstered utility furniture 
ordered from manufacturers on and after Thursday, 21st Sep- 
tember 1944. (Orders received by manufacturers before that 
date will be executed at the existing prices.) 








Revised maximum price 
Description Model No. On sale by On sale to 
manufacturer to| the public 

distributor 
£s. d. £s. d. 

Adjustable fireside 

chair =~ oe: 1 26 3 oe ee 
Fireside chair = 1A 2 4 3 219 0 
Open-arm easy chair 2 217 0 316 0 
Stuffover easy chair 2A 49 3 519 0 
Bed settee ... sy 4 10 1 9 13 9 0 














Maximum prices are also fixed for a new and improved model 
of the bed chair, as follows :— 








Maximum price 
Description Model No.| Onsale by On sale to 
manufacturer to} the public 
distributor 
£8. d. £s.d 
Bed chair 3A 449 513 0 











The existing model (Model 3) is being withdrawn. 
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16th September 1944 


In addition, maximum retail prices in cash are introduced for 
the following items which up to now have been subject to a 
margin of 334 per cent. on the price paid to the manufacturer. 





—_— ey 





Description Model No. Maximum 

retail price 
£s. d. 
Kitchen cabinet, top part only ... 3A 4 4 6 
Kitchen cabinet, bottom part only [ 3B 7 bh © 
Cot (with mesh) ... _ bi 1A 24 0 











The Orders which give effect to these prices are the Furniture 
(Control of Manufacture and Supply (No, 2) Order, 1944 (S. R. 
& O. 1944 No. 1047 and the Utility Furniture (Maximum Prices 
and Charges) (No. 2) Order, 1944 (S. R. & O. 1944 No. 1049, 
price 1d.), the Schedules to which have now been brought into 
line with one another. These Orders come into force on 21st 
September. 


UTILITY BED CHAIR—APPLICATION OF UTILITY 
* MARK 

The new model (Model 3A) of the bed chair has a loose cushion 
in addition to two joined cushions. The Domestic Furniture 
(Utility Mark) (No. 3) Directions, 1944 (S. R. & O. 1944 No. 1048), 
which also come into force on 21st September, require manu- 
facturers to apply the utility mark to the bed chair itself, in the 
centre of one lath, and to the cushions by means of labels. One 
label must be affixed to the join of the joined cushions and one 
on the border of the loose cushion. These Directions and the 
Furniture (Control of Manufacture and Supply) (No. 2) Order, 
1944 (see above), are printed together, price ld. 


Advice to Retailers who have been Bombed 


(THIS DOES NOT APPLY TO RETAILERS OF FOOD OR DRINK) 


With reference to the notice in Board of Trade Journal, 2nd 
September 1944, page 323, the first paragraph should read as 
under :— 

(1) Premises. If your premises are damaged, essential tempo- 
rary weather-proofing work may be done without any special 
authority, if it does not cost more than £100. You may, however, 
need permission if you wish to do any further repairs, and for 
this permission you should apply to the appropriate Regional 
Licensing Officer of the Ministry of Works. The address of the 
officer for the London area is 51-54 Gracechurch Street, London, 
E.C.3. 


Prices of Utility Wool Cloth and Clothing 


The Board of Trade have had under consideration an applica- 


tion from the makers-up of heavy outerwear for an increase in the 
ceiling prices for utility garments, in consequence of increases in 
their costs. After consultation with the Treasury, it has been 
decided that no increase shall be made in these ceiling prices but 
that instead the price of utility wool cloth shall be reduced 
enough to offset on the average the increased costs of making up. 
The reduction of cloth prices will involve no depreciation of the 
quality of the cloth, but will be made possible by the payment 
of a rebate from public funds to the cloth manufacturers and 
merchants. The scheme will apply to all specifications of utility 
wool cloth other than interlining canvas which may be used for 
the manufacture of outerwear whether for men, women or 
children ; it will also apply to cotton cloths such as fustians and 
gaberdines which are used for the same purposes. It will not 
extend to cloths used for underwear, shirtings or overalls. The 
scheme for wool cloths will be administered on behalf of the 
Board of Trade by the Wool Control. Arrangements for the 
payment of the rebates will be intimated by the Wool Control 
to the cloth manufacturers and merchants concerned. Detailed 
arrangements on other points are under discussion with the trade 
interests affected. 


Clothing Restrictions Orders 


The Board of Trade have issued the Clothing (Restrictions) 
Orders (Amendment) Order, 1944 (S. R. & O. 1944 No. 1039, 
price 1d.), which came into operation on 15th September 1944. 
This Order incorporates the provisions of a General Licence 
(which is revoked by the Order) enabling garments intended for 
export to be made otherwise than in accoradnce with United 
Kingdom style restrictions. The proviso to the revoked Licence 
(which stated that garments must comply with any style restric- 
tions imposed by the country of import) has, however, been 
omitted. 

The order does not apply to any knitted garments which must 
comply with the existing restrictions. 

In future, therefore, garments intended for export will not 
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be subject under Board of Trade Orders either to home or over- 
seas style restrictions. It is, however, important that, before 
garments are made for export, it should be ascertained that the 
garments, when made, will conform to any style restrictions 
imposed on imported garments by the country to which they are 
to be exported. 

As a number of the Orders set out in the Schedule to the 
Making of Civilians Clothing (Restrictions) Orders (Amendment) 
Order, 1942 (see Board of Trade Journal, 24th April 1943, page 
157, under “ Domestic Overalls’’) have been revoked or re- 
placed, that Order has also been revoked; its provisions are 
applied by this Order only to the Restriction Orders at present in 
force. 


Civilian Clothing for Relief 


With reference to the notice in Board of Trade Journal, 9ty 
September 1944, page 333, the first paragraph should read as 
under and not as therein stated. 

“ By agreement with the Board of Trade, the Ministry of 
Supply will shortly be inviting offers of production, over a period 
of 12-26 weeks, beginning approximately December 1944, of 
various women’s, girls’ and infants’ light clothing from any 
specification utility spun and/or filament rayon fabric to be 
supplied by the garment manufacturer on a key certificate 
replacement basis. The garments concerned are as follows : 
Women’s—Dresses, short or long sleeved; skirts ; 
short or long sleeved. Girls’—Dresses, short or long sleeved ; 
skirts on brace straps ; skirts on waistbands ; blouses, short or 
long sleeved; matching dress and knicker sets. IJnfants’— 
Dresses, short or long sleeved ; blouses, crawlers or rompers ; 
buster suits ; skirts on bodices ; dress and knicker sets.” 


blouses, 


Utility Waterproof 


The Board of Trade have issued Utility Apparel (Waterproof) 
Directions, 1944 (S. R. & O. 1944 No. 1040, price 2d.) which come 
into operation on 21st September. They authorise the making-up, 
as from that date, of double-texture waterproofs and infants’ 
single-texture waterproofs from four-figure utility cloths. 

These garments, for which the Directions fix manufacturers’ 
ceiling prices, may be made only from cloth proofed under the 
authority of a Board of Trade Licence (the reference number of 
which the proofer is required to quote in hisinvoice). Double- 
texture garments may not be made from utility cloth proofed before 
8th September 1944. Arrangements are being made to divert 
stocks of cloth proofed before this date to other production, and 
stockholders will be individually notified as soon as these ar- 
rangements have been completed. 

Special provision is made in the Directions for double-texture 
garments (other than cycle capes and leggings) to carry, inside 
the facing halfway up the button side, the following particulars 
to identify the manufacturer of the garment and the proofer of 
the cloth. (1) The manufacturer’s name or registered trade 
mark ; (2) the month and year of making-up ; and (3) the serial 
number or other symbol used by the maker-up to identify the 
proofer or wholesaler of each piece of cloth. 

Authority to make up utility waterproofs from rubberised 
cloths Nos. 315 and 316 is revoked by these Directions, but 
the price provisions of Section 9 of the Cloth (Making-up and 
Use) (No. 4) Directions, 1942 (see Board of Trade Journal, \st 
August 1942, page 356) relating to the supply of these garments, 
continue in force. Special Directions will, however, be issued on 
application to makers-up wishing to use up any stock of 315 or 
316, proofed or unproofed ; samples of these cloths should be 
submitted to the Board of Trade (Industries and Manufacturers 2 
Department) with a statement of the numbers and types of 
garment which it is desired to make; in the case of proofed 
cloths the nature of the proofing should be stated. 


Utility Wool Cloth 


The prefixes M, B, W and G before the specification number of 
utility wool cloth will not have to be placed on cloth to be 
delivered against a key certificate which will shortly be issued 
to makers-up. 

The Board of Trade and the Wool Control have agreed to this 
relaxation in the scheme for controlling the use of wool cloth 
by nucleus firms on an experimental footing. 

The Directions governing the use of cloth, whether prefixed 
or unprefixed, have not been changed. This means that prefixed 
cloth in stock or coming forward is only to be used for making up 
the garments at present permitted. 


Exemption from Key Industry Duty 


The Treasury have made the Safeguarding of Industries 
(Exemption) No. 4 Order, 1944 (S. R. & O. 1944 No. 928, 
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price 1d.) under Section 10 (5) of the Finance Act, 1926, exempting 
from Key Industry Duty, emetine, emetine bismuth iodide, 
emetine hydrobromate and emetine hydrochlorate. The Order 
is effective from 13th September 1944 until 30th June 1945. 


Trading with the Enemy 
ADVICE TO SHIPPERS 


VESSELS AGAINST WHICH DISORIMINATION IS BRING EXERCISED 
BY THE MINISTRY OF BOONOMIO WARFARE 


(a) Shipowners on the Statutory List 


Shippers, banks and other financial and commercial concerus 
are hereby notified that the following vessels belong to owners 
who are included in the Statutory List, and that it is an offence 
against the Trading with the Enemy Act for any shipper to 
make use of such vessels. Shipments by ench vessels in addition 
to being liable to seizure render the shippers or those connected 
with the consignment liable to prosecution :— 














Vessel Flag Tons | Owners or Charterers 
} mente wang 4 = Turkey 724 Sadikogiu, Aslan, Kaptan 
Crespi (ex Jose al 
Trujillo) Spain 338 Cia Comercial Maritima de Trans- 
portes 8.A 
San Juan II ove Ditto 652 Ditto 
Isora .. eee Ditto 816 Ditto 
Rigel (ex Tercio 
Montejurra) Ditto 649 Ditto 
Maribel ae Ditto 398 Ditto 
Salvador ose Ditto 130 Ditto 
Alcor; wtp ove Ditto 216 Ditto 
Lin «te pee exe Ditto 898 Ditto 
Almagro oo Argentina 282 A. M. Delfino y Cia 
Sap Martin . Ditto 220 Ditto 
Comodoro Rivadavia Ditto 4,482 Argentina Neuva Cia General de 
Navegacion 
Rio Blanco 
a vated Ditto 1,827 Ditto 
Atleta ° Ditto 105 La Portena Empreea de Remolca 
ores 
Ciclope Ditto 178 Ditto 
Coloso Ditto 247 Ditto 
Gigante Ditto 236 Ditto 
Gollat Ditto 287 Ditto 
Hercules Ditto 173 Ditto 
Samson o ose Ditto 237 Ditto 
Titan _ owe Ditto 188 Ditto 
San Rafael Archangel Spain 98 Julio Gonsales Martin, Las 
mas 
Maria de! Pilar G. ... Ditto 54 Ditto 
Presidente Mitre Argentina 872 Cia Argentina Comercia e In- 
dustrial de Pesqueria 
Presidente Roca Ditto 412 Ditto 
Carvalho Portugal 27 Henrique Da Silva Pinto Ferro 
Maria 3° Ditto 56 Pedro Joao de Sousa 
Maria 5° pai Ditto 56 Ditto 
Guadiana 4°... Ditto 13 Ditto 
Maria Menuels Ditto 10 Ditto 
Blanca de C . Spain 285 Ramon Carransa 
Ramon de © arrange Ditto 224 Ditto 
Reina Victoria Ditto 162 Ditto 
Paco Nino Ditto 80 Ditto 
San Vicente .. ; Ditto 40 Ditto 
Paco . Ditto 800 Jose Leon Carransa 
N o. (trawler) (ex 
urification Costas 
Maravilla)... Ditto 109 Viuda de Botello (Senora Gally) 
Blanco trawler) (ex 
Manue! Gestoso 
Chicha) - Ditto 109 Ditto 
Antonio Chicha 
(trawier) .. Ditto 112 Manuel Gestoso Costas 
Jose Chicha (trawler) Ditto ? Ditto 
Sevim Turkey 1,164 Abdi Vehbi Dural 
Atlantides Sweden 9,650 “er — Atlantides 
Solvik Ditto 649 
Miguel Caldenty Spain 74 Juan More A. Bou 
Nuevo Corazon Ditto 122 Dit 
San Cayetano Argentina 400 + cardimnex ” Comp. Argentin, 
a y Exportacton 
Nuestra Senora de la 
Almudena.. Spain 41 Otto Gerdtzen 
Manen Ditto 898 Angel Rivas Suardiaz 
Skansen _ Sweden 744 wee Kemiskt-Tekniskt 
Nordanbris (ex sing Ditto 8,971 Rederi A/B Bellatrix 
Ostbris Ditto 978 Ditto 
Sunnanbris .. Ditto 8,721 Rederi A/B Erious 
Westbris Ditto 972 Ditto 
His Africa Spain 85 Salah Ben Hamza 
Antares Ditto _ Cia Comercia Maritimal de 
Transportes 8.A 
Polar ais oe Ditte — Ditto 
Chiqui fue Ditto 398 Ange] Rivas Suardias 
Antonio Dias Ditto 36 Jose Maria Delgado 
Faro de Buda Ditto 226 Atlantida Astilleros and Con- 
strucciones 8.A. 
Faro de Salou Ditto 226 it: 
Faro de Oropesa Ditto 226 Ditto 
Faro de Canet Ditto 226 Ditto 
Carmen Frexias Ditto 849 Agencia Frexias 
Coname 1° Ditto 489 Comp. Naviera del Mediterraneo 
Condecorado Ditto 667 Hijos de M. Condeminas 
Condestable ... “Ditto 616 Ditt 
San Daniel ... Ditto 190 Cristina | Svardlaz 
Sancho Panza Ditto 197 Ditto 
Santa Ana Ditto 822 Maries y Serra on C. 
Carmelita Ditto 117 | Jeronimo Yipland (effective 
owner) 
Norte Ditto 26 Jesus Franquesa a. owner) 
Arabert Sweden 2840 Rederl A/B Solsta 
Arasvall Ditto 2900 Ditto 
Procyon Spain 399 Cia Comercial Maritime de 
Transportes S 
Canopus Ditto 399 Ditto 
Goya... Ditto — Angel Rivas Suardlaz 
Cia Comercial Maritime de 
Plencla Ditto 78 Transportes S.A. 
! 
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Control of Benzole and Coal Spirit 


Part 1 of the Control of Benzole and Coal Spirit (No. 2) Order, 
1944 (S. R. & O. 1944 No. 988, price 3d.) comes into force on 
lst October and contains certain amendments of the Control of 
Benzole and Coal Spirit Order, 1944 (see Board of Trade Journal, 
25th March 1944, page 113). The amendments, which consist 
chiefly of slight relaxations in certain of the provisions of the 
principal Order, are mentioned in the Explanatory Note printed 
with the Order. 

Part 2 of the Order which comes into force on 1st September 
1944, contains provisions as to the prices at which toluene may 
be sold or supplied and replaces the price provisions hitherto 
incorporated in the Control of Toluene Orders made by the 
Ministry of Supply. The disposal and acquisition control of 
toluene, toluole and any material containing 40 per centum or 
more of toluene is retained by the Minister of Supply. 

All applications for licences and permits and any communica- 
tions about the Control of Benzole and Coal Spirit (No. 2) Order, 
must be addressed the Ministry of Fuel and Power, 7 Millbank, 
London, 8.W. 1. 


Calcined Magnesite 


It is now possible to release natural calcined magnesite for 
laying and maintaining magnesium oxychloride floors in fac- 
tories, hospitals, etc., and for other work of approved importance, 
Application for licence to acquire calcined magnesite should be 

made to the Ministry of Supply, Chrome Ore, Magnesite and 
Wolfram Control, Broadway Court, London, 8.W.1. 


Grand Duchy of Luxembourg 


At the request of the Government of the Grand Duchy, 
His Majesty’s Government in the United Kingdom have adopted 
the spelling Luxembourg (instead of Luxemburg) for all official 
purposes. 


Mexico 
REVISION OF REGISTERED PATENT MEDICINES AND 
FOOD STUFFS 

With reference’ to the notice under the above heading in 
Board of Trade Journal, 2nd May 1942 (page 235), H.M. Ambas- 
sador at Mexico City has forwarded a translation of a Decree, 
dated 11th July 1944, effective from the date of its publication 
in the “ Diario Oficial” of 11th August, which abolished all 
differential registration fees for patent medicines, pharmaceutical 
specialities, toilet and beauty products, and patent foods and 
drinks, and establishes a single registration fee of 20: pesos in all 
cases. The period for which registration is valid has been 
increased from two to five years. 

The stamp-duty chargeable on the above-mentioned products 
has not been modified by the present decree, and remains at 
5 centavos per package for foreign articles, and 2 centavos for 
Mexican products. 


United Kingdom Corn Prices 


The Ministry of Agriculture and Fisheries states that the 
average prices of British corn per hundredweight in the week 
ended 9th September 1944 were wheat, 13s. 314.; barley, 
25s. 2d.; and oats, 15s. 41. 


Ministry of Food Orders 


In continuation of the list given in Board of Trade Journal; 
2nd September 1944 (page 326), the following Orders, made by 
the Ministry of Food, have been published as S. R. & O. 1944, 
price 1d. :— 

No. 977. Order, dated 17th August 1944, revoking the Spices 
(Control) Order, 1943. 

No. 1020. Order, dated 28th August 1944, amending the 
Cereal Breakfast Foods (Control and Maximum Prices) Order, 
1943. 

‘No. 1035. The Cereals and Cereal Products (Licensing and 
Control) (Dealings Abroad) Order, 1944, dated Ist September 
1944. 


British Standard Specifications 

CONVERSION FACTORS AND TABLES 
A revised and considerably enlarged edition of B.S. 350 has 
been issued, comprising linear, square and cubic measures, 
measures of capacity, weights, speeds, stresses and pressures, 
weight per unit length, densities, concentrations, forces, moments, 
moments of inertia, work, heat, energy and power. There are, 
also, temperature conversion charts and tables, and wire and 
sheet metal gauge sizes expressed in decimals of an inch and in 
millimetres. The book is divided into five parts. Part 1 contains 
basic tables of units, and definitions affecting conversions. 
Part 2 consists of conversion factors presented in the form o 
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27 tables. Part 3 contains multiples from 1 to 9 of 119 conversion 
factors. In the 32 tables included in Part 4 the range is usually 
from 1-100 units, whilst the 20 tables in common use included 
in Part 5 cover, in general, a range of 1-1,000 units. Copies of 
the above standard can be obtained from the British Standards 
Institution, 28 Victoria Street, London, 8.W.1, price 3s. 6d. net. 


STEEL EYEBOLTS 


Part 1 of the above standard is a reprint of the 1934 edition 
and deals with eyebolts with collars having short screw tails 
§ to 3 inches in diameter. The eyebolts are designed to be 
used with shackles to B.S. 825 and for vertical lifting are rated 
for working loads 5 ewt. to 30 tons ; for inclined loading in pairs 
appropriate reductions in working load due to sling angularity, 
are tabulated. The provision of a collar adds substantially to 
the strength of a screwed eyebolt and is essential for inclined 
loading. The necessity for a flat and smooth surface to the 
under side of the collar and also to the complimentary contacting 
surface is emphasised. Such eyebolts are frequently fitted 
permanently to electric motors and other plant but are also used 
for workshop service lifting tackle. Correct and incorrect methods 
of slinging are shown in an Appendix. 

Part 2 of the above standard is new and deals with eyebolts 
without collars ; with elongated eyes and long screw tails } to 
1} inches in diameter fitted with double nuts. The eyes of the 
eyebolts are designed to accept wire rope thimbles to B.S. 464 
for specific sizes of wire ropes. The eyebolts are for use in the 
suspension of lift cages and balance weights to compensate for 
inequality of length and initial tension in the wire ropes to 
which they are attached. 

Multiple suspension lift ropes can be set up and tensioned by 
means of the eyebolts specified. 

The eyebolts without collars in Part 2 are definitely unsuitable 
for inclined loading and it is pointed out that an obliquity of 
24 degrees reduces their strength by 28 per cent. and an obliquity 
of 5 degrees by more than 50 per cent. 

Both parts of the specification express indebtedness to the 
National Physical Laboratory for theoretical investigation and 
experimental work. ~ 

Copies of the above Specification may be obtained from the 
Offices of the British Standards Institution, 28 Victoria Street, 
London, S.W.1. Price 2s. net. 


Institution of Chemical Engineers and 
Institute of Physics 


The Organising Committee has decided to postpone the Joint 
Conference on “‘ Instruments for the Automatic Controlling and 
Recording of Chemical and Other Processes,” which was to have 
been held in London on 22nd and 23rd September. The new 
date for the Conference, which has not yet been fixed, will be 
announced in due course. 


Postal Notices 


PUBLIC TELEPHONE SERVICE RESTORED BETWEEN 
GREAT BRITAIN AND IRELAND 


The Postmaster-General announces that the public telephone 
service between Great Britain and all parts of Ireland has now 
been restored. 


POSTCARD SERVICE TO LIBERATED FRANCE 


The Postmaster-General announces that non-illustrated post- 
cards containing messages of a purely personal or family nature— 
postage 2d.—may now be sent to all places in the Departments of 
Calvados and Manche. 


CIVILIAN AIR LETTERS FOR THE WESTERN 
HEMISPHERE 


The Postmaster-General announces that, on and from 11th 
September, the 6d. civilian lightweight air letter service, recently 
extended to Empire countries generally in the Eastern Hemi- 
sphere, will be available for communication with civilians in 
Canada, Newfoundland, the British West Indies and the Falkland 
Islands. The air letters will be conveyed by the North Atlantic 
Air Service, and no special superscription will be required. 

Full particulars of the territories to which the civilian air 
letter service is now available may be obtained on enquiry at any 
Post Office. 

Air letters must be written on the special air letter forms 
available at Post Offices, price 6d., including postage, or on 
privately manufactured air letter forms bearing an indication 
that they have been approved by the Postmaster-General. No 
other type of form may be used, and no enclosure is permitted. 
Air letters cannot be accepted for registration. 
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LOSS OF 6d. AIR LETTERS FOR WEST AFRICA 


The Postmaster-General regrets to announce that 6d. air 
letters posted between 21st and 25th August for Forces and 
civilians in British West Africa have been lost through causes 
other than enemy action. 
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Customs Regulations 


and Tariff Changes 


Argentina 
SALE OF INSECTICIDES, FUNGICIDES, ETC. 

H.M. Minister (Commercial) at Buenos Aires has forwarded a 
translation of Decree No. 16073/44 of 6th July 1944, which 
stipulates certain conditions regarding the sale of insecticides, 
fungicides, etc., in Argentina. 

The degree prohibits the sale of insecticides, fungicides, weed- 
killers and auxiliary products without the prior authorisation of 
the Minister of Agriculture. Manufacturers, importers and others 
who desire to sell any specified products must apply for the sales 
authorisation from the Register of Plant Therapeutics on a 
special form accompanied by the necessary excise stamps and 
pay the requisite fee for analysis. The applicant must present 
samples of the product in the quantity and conditions which the 
Tribunal of Control of Plant Therapeutics may stipulate for each 
kind of product. 

When the interested parties are representatives of foreign firms 
or products, they must present the respective power of attorney, 
accompanied by a Consular document from the place of origin, 
viséd by the local Argentine Consul and legalised by the Ministry 
of Foreign Affairs and Worship. A translation of the power of 
attorney on unstamped paper must be attached, signed by the 
applicant or representative. 

The sale in bulk of insecticides, fungicides, weed-killers and 
auxiliary products is prohibited ; they must always be sold in 
approved containers. 

The decree also provides that the labels of the products autho- 
rised must show the formula or chemical composition printed in 
Spanish, in a visible place, together with the date of manufacture 
(if it is a product liable to alteration), instructions for use, doses 
to be applied, and the other date required by Law No. 11275. 
In the case of poisonous products the word “ poison ”’ must be 
printed in a visible place, in red letters, together with the distin- 
guishing mark and details of precautions and antidoes which are 
recommended. 

A full text of the decree, in Spanish and English, can be seen 
by persons interested at the Department of Overseas Trade, 
Hawkins House, Dolphin Square, London, 8.W.1. 


British India 
IMPORT RESTRICTIONS 


The “Indian Trade Journal” of 8th June 1944 contains a 
copy of a Notification No. 18—I.T.C./44, dated 27th May 1944, 
issued by the Government of India in the Department of Com- 
merce, which provides for the following further amendments to 
the Schedule annexed to Notification No. 23, I.T.C./43, dated 
Ist July 1943 (see Board of Trade Journal, 25th September 1943, 
and subsequent notices). 


1. In Part II of the Schedule 
(a) The existing Serial No. 37 shall be numbered as 37 (1), and 
(b) the following entry shall be inserted thereafter, namely :— 
Serial No. 37 (2) Component Parts, as defined in Import Tariff 
item No. 72 (3) of machinery specified in Clause (1) above, ex- 
cluding those covered by Serial No. 68 of Part V of this 
Schedule eee a ne 72 (3) 
2. In Part III of the said Schedule 
(a) The existing Serial No. 5 shall be numbered as 5 (1), and 
(b) the following entry shall be inserted thereafter, namely :— 
Serial No. 5 (2) Component parts as defined in Import Tariff 
item No. 72 (3) of machinery specified in Clause (1) above, ex- 
cluding those covered by Serial No. 68 of Part V. of this 
Schedule wen 72 (3) 


3. In Part V of the said Schedule 
(a) the existing Serial No. 67 shall be numbered as 67 (1), and 
(by the following entry shall be inserted thereafter, namely :— 
Serial No. 67 (2) Component Parts as defined in Import Tariff 

item No. 72 (3) of machinery specified in Clause (1) above, ex- 

cluding those covered by Serial No. 68 of Part V. of this 

Schedule... Lan . sha oad vee 72 (3) 


4. In Part V of the said Schedule 
The entries relating to Serial No. 69 shall be deleted. 
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Canada 
CUSTOMS TARIFF 

H.M. Senior Trade Commissioner at Ottawa has forwarded 
copies of Memoranda Series D No. 47 T.C..171 and 172 which 
contain the following information :— 

By Order in Council P.C. 6011 of lst August 1944 following 
new Tariff Item is established for the period Ist January 1944 
to 3lst October 1944 :-— 

269b. Products of petroleum, n.o.p., -934 specific gravity 
(20 A.P.I.) or heavier at 60 degrees Fahrenheit, when imported 
into British Columbia ports in bulk by tank vessels. 

British Preferential Tariff—Free. 

Intermediate Tariff—Free. General Tariff—free. 

By Order in Council P.C. 6009 of Ist August 1944 the following 
new Tariff Item is established, effective Ist April 1944 :— 

535f. Waste portions of unused fabrics, or used garments, 
imported to be used exclusively for disintegrating, or for manu- 
facture into wiping rags, under regulations prescribed by the 
Minister. 

British Preferential Tariff—Free. 

Intermediate Tariff—Free. General ‘Tariff—Free. 


PROHIBITED IMPORTS 


H.M. Senior Trade Commissioner at Ottawa has forwarded 
copies of Memoranda W.M. No. 93 (Revised) and W.M. No. 94, 
Supplement No. 1, issued by the Department of National Revenue 
which contain the following information :— 

Memorandum W.M. No. 93 (Revised) states that by Order in 
Council P.C. 6241 of 8th August 1944, the importation into 
Canada of the following goods is prohibited except under and in 
accordance with the terms of a permit issued by or on behalf of 
the Minister of National Revenue :— 

Asphalt or asphaltum, solid or not, and asphaltum oil for 
paving or other purposes. (Customs Tariff Items 273, 273a.) 

General Permit No. G. 2402 has been issued for the importation 
of the above-mentioned goods into any province except British 
Columbia. This general permit is issued in a single copy which 
is retained in the Department of National Revenue, the number 
of which is to be endorsed on all relative import documents. 

Memorandum W.M. No. 93 is cancelled. (See notice in Board 
of Trade Journal, 24t1 April 1943.) 

Memorandum W.M. No. 94, Supplement No. 1 states that 
Order in Council P.C. 6421 of 12th August 1944 revokes, with 
effect from 15th August, Order in Council P.C. 2201 of 18th 
March 1943, which prohibited the importation of new or unused 
empty containers and any type of cap, closure or sealing device, 
made wholly or in part of metal, except under permit (see notice 
in Board of Trade Journal, 24th April 1943). 

Accordingly these articles may now be imported without an 
import permit issued by or on behalf of the Minister of Nationa! 
Revenue. 


Ceylon 
IMPORT RESTRICTIONS 


The “Ceylon Government Gazette Extraordinary of 16th 
May, contains copies of three Orders which provide for the 
following amendments to the list of goods the importation of 
which into Ceylon is restricted (see Board of Trade Journal, 
22nd November 1941, pages 321-325, and subsequent notices). 


GOODS THE IMPORTATION OF WHICH WHEN GROWN, PRODUCED 
OR MANUFACTURED IN CANADA, NEWFOUNDLAND OR ANY TERRI- 
TORY OR PLACE NOT FORMING PART OF THE BRITISH EMPIRE IS 
PROHIBITED AND 

GOODS THE IMPORTATION OF WHICH WHEN GROWN, PRODUCED 
OR MANUFACTURED IN ANY TERRITORY (OTHER THAN OANADA 
AND NEWFOUNDLAND) FORMING PART OF THE BRITISH EMPIRE, 
IS PROHIBITED, EXCEPT UNDER LICENCE. 

Item 155 (cutlery other than razor blades) is omitted. 


GOODS THE IMPORTATION OF WHICH FROM ALL SOURCES IS 
PROHIBITED, EXCEPT UNDER LICENCE. 

The following is substituted for item 41. 

41. Non-metalliferous mining and quarry products falling 
under the heading “‘ Non-metalliferous mining and quarry pro- 
ducts, manufactured, not elsewhere specified,” in Class III, 
Group B of the classification in the Ceylon Customs Tariff (other 
than slates and slate pencils). 

The following new items are inserted :— 

41a. Slates and slate pencils. 

56r. Cutlery other than razor blades. 


Montserrat 


DUTY ON ILLUMINATING OILS 


The Board of Trade have received a copy of 8. R. & O. No. 3 of 
1944, which reduces the full rate of duty on illuminating oils, 
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including kerosene and other refined petroleum burning oils 
(Tariff item 66 (d) ) from 3d. to 2d. per gallon. The preferential 
rate of duty remains unchanged at 2d. per gallon. 
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Peru 
PHARMACEUTICAL SPECIALITIES 


With reference to the notice under the above heading in 
Board of Trade Journal, 1st July 1944 (page 243), H.M. Repre- 
sentative at Lima has forwarded a translation of a further 
decree, issued 8th August, which prescribes regulations for the 
amplification of the Decree of 9th May requiring the registration 
of certain chemical and galenical products. 

Under the new regulations of factories or laboratories making 
chemical products or galenical preparations for human or 
veterinary medicinal use, which operate under the control and 
vigilance of the competent sanitary authority of their country of 
origin, and which have been registered or may be registered, 
shall be allowed to make a global registration of the list or 
catalogue of the products which they may have presented or may 
present at the time of their application for registration in the 
register of factories or laboratories at the Inspection General of 
Pharmacy. In such cases a fee of 500 soles will be paid for the 
official control analysis, and this amount will cover the total 
cost of the complete list of products; it will be necessary to 
present samples only of those products when requested by the 
Inspection General of Pharmacy. 

Products of foreign firms which have not had their status of 
manufacturers authorised by their respective Governments 
shall be liable to control and the payment of the fees for analysis 
as laid down in Article 2 of the Presidential Decree of 9th May 
as a condition for obtaining authorisation for their entry into 
Peru. 

Should it be proved that products sent to Peru by foreign 
firms do not correspond to the quality declared on the invoice 
label, the Inspection General of Pharmacy will cancel the regis- 
tration of the exporting firm and prohibit the entry of their 
products into Peru. 

The global registration must be renewed every five years. 


Uganda 


INVOICING PROCEDURE 
With reference to the notice under the heading ‘‘ Kenya— 
Invoicing Procedure” in Board of Trade Journal, 2nd September, 
page 327, the new rates of War Risk Insurance for the purpose 
of assessment of Customs duty also apply to Uganda. 





Trade and Industry 
British India 
CROP CONDITIONS AND OUTLOOK 


The Department of Commercial Intelligence and Statistics, 
Calcutta, reports as follows on the crops in India for the weeks 
ended on the dates given :— 

Madras, 19th August. Standing crops are fair, except in the 
Bellary district. 

Bihar, 28th August. Crops are fair. 

Orissa, 28th August. Damage has been caused to paddy crop, 
in the Cuttack, Balasore and Ganjam regions. Saradh paddy 
cotton and sugarcane are thriving. 

Punjab, 28th August. There has been some damage in 
Rawalpindi and Shahpur. Crops are average to good. 

Central Provinces and Berar, 25th August. Khariff has been 
damaged, while Nimar cotton has also suffered. 

Assam, 4th September. Rice prospects in Kamrup and Now- 
gong are favourable ; others are fair. 

Sind, 2nd September. Cotton is flourishing. Crops are well. 

Bengal, 30th August. Crop prospects are favourable. The 
harvesting of jute, Aus paddy and the transplanting of Aman 
seedlings are going on. 

United Provinces, 19th August. Prospects for Khariff are not 
hopeful. 

Bombay, 2nd September. Crops in Eastern Karnatak are 
deteriorating. Elsewhere they are progressing. 


1943 JUTE CROP 


Calcutta, lst September. The estimate of the 1943 Indian Jute 
crop has been revised to 2,640,475 acres and 7,005,440 bales. 
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New Zealand 
FOREIGN TRADE IN 1943 


The outstanding feature of New Zealand’s seaborne trade 
during the calendar year, 1943, was the record high level of 
imports, the value of which reached £94,714,000, an increase of 
£41,045,000 or 76-5 per cent. over the total for 1942 states “‘ Com- 
mercial Intelligence Journal ”’ issued by the Department of Trade 
and Commerce, Ottawa. The nearest figure to this’ total was 
achieved in 1920, when the value amounted to £61,553,853. 
Although there were substantial imports of war equipment and 
materials in 1942, the peak of the greatly expanded imports of 
this type was probably reached in 1943, including heavy receipts 
on lend-lease account. This explains the abnormal import value 
which has broken a long standing record of a favourable balance 
of trade for New Zealand. 

Exports, on the other hand, showed a decline of £9,036,000 
from the figure for the previous year but the total value 
(£71,839,000) has been exceeded in only one other year (1940) 
when the value amounted to £73,741,000. 

The total value of external trade during 1943 was £166,553,000, 
the balance of trade being unfavourable to the amount of 
£22,875,000. 


PRINCIPAL IMPORTS 


Particulars of importations of materials and equipment for 
war purposes are not, of course, published, nor is any indication 
given of the countries of supply of the published items. It is 
not possible, therefore, to give details of New Zealand’s purchases 
abroad. It is apparent, however, that items for civilian con- 
sumption are mainly raw and semi-raw materials and essential 
products. 








Commodity 1943 1942 
£ € 
Wheat 513,105 609,185 
Sugar aap +> “ + 1,355,963 1,587,865 
Tea ae oe ica 462,341 2,306,589 
Tobacco, womanaina cared 666,277 221,447 
Silk and artificial silk piece goods 2,032,001 1,636,572 
Woollen piece goods ... 830,999 971,512 





Yarns ... 1,025,239 609,817 
Hardware, ( tutle ry and met al manu- 

factures 542,830 506,559 
Agricultural impleme nts and. mac shi- 

nery . 5 411,594 154,915 
Electrical mac ren ry oni C quipme wy 2,329,150 1,687,966 
Wireless apparatus 436,815 265,355 
Metal, wood, glass, etc., working 

machines , 456,026 274,757 
Dredging and e xcavati ing mac chine Ty 125,466 44,115 
Woollen-mill and hosiery- mill machi- 

nery . ee 61,327 84,110 
Machinery, other kindle 2,008,944 | 1,315,180 
Printing paper (newsprint) 301,897 | 42,788 
Printing paper, other 609,127 | 130,860 


Other paper 672,005 197,480 





CHIEF EXPORTS | 

In spite of the fact that New Zealand exports in 1943 have 
been exceeded in value in only two previous years, the decline in 
volume, of the principal items is noteworthy, and the total is the 
lowest for eight years. Butter, cheese, wool and all types of 
frozen meat except veal, show large reductions. The following 
table shows the quantities and values of exports of principal 
commodities in 1943 as compared with 1942 :— 








| 
Commodity 1943 | 1942 | 1943 | 1942 
Cwt. 000. £000 
Butter 1,983 2,344 14-4 16°5 
Cheese 2,010 2,689 9-1 11-9 
Lamb — ar 3,198 3,638 11-1 12-6 
seef ia = bee 381 804 0-9 2-0 
Mutton ... sy ea 445 639 0-7 1-2 
Pork sv ae Ss 10 270 — 1-0 
Potted Meats... ape 330 326 1-8 1-7 
lbs. Ibs. 
Sausage skins 4,333 4,858 11 0-9 
Bales Bales 
Wool aie ~ ais 622 934 13-5 18-3 
Tons Tons 
Tallow ... ; 5 52 45 ll 1-1] 
Hides and skins... aa — — 4:3 4:6 
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Statutory Notices 


Patents and Designs Acts, 1907 to 1942 


PROCEEDINGS UNDER SECTION 24 OF THE 
** Licences of Right” 


The following patents were indorsed 
on 5th September 1944 :— 


No. 
of 
Patent oenye ct matter. 


535314 | Ingram, T. A. 


ACTS 


** Licences of Right ”’ 





Grantee 


Harness or equipment ‘he indi- 
cating the presence of animals 
during darkness. 


541825 | English Electric Com- | Electromagnetic couplings for the 
pany Limited. transmission of mechanical 
power. 
543982 Multiple-Strand chains, 
} Diamond Chain and { pK é 
tama Manufacturing C Song 
545413 bss iss Chains, 
556924 | Wingfoot Corporation Inner tubes for pneumatic tyres. 
501626 | Brown, F. O. C. Cuffs. 














Patent Office. H. L. SAUNDERS, 
Comptroller-General, 





Publications Received 


Commercial Intelligence Journal, Vol. LXXI, No. 2114. 
Issued by the Department of Trade and Commerce, Ottawa. 


Fortnightly Review of Business and Economic Conditions in 
South and Central America, Portugal, etc., Vol. 9, No. 20, 2nd 
September 1944. Published by Bank of London and South 
America, Ltd., 6, 7 & 8 Tokenhouse Yard, London, E.C.2. 


Monthly Journal of The British Chamber of Commerce in the 
Argentine Republic, Vol. XXIV, No. 9, July 1944 (London 
Secretary: R. B. Dunwoody, C.B.E., 14 Queen Anne’s Gate, 
London, S.W.1). 


The Guaranty Survey, Vol. XXIV, No. 4, 25th July 1944. 
Published monthly by Guaranty Trust Compa ty of New York. 





EpITORIAL COMMUNICATIONS should be addressed to The 


Editor, Board of Trade Journal, Millbank, London, S8.W.1 
(Telephone : Whitehall 5140, extension 288). 
SUBSCRIPTION AND SALES ENQUIRIES should be addressed to 


the Publishers, H.M. Stationery Office, York House, 
London, W.C.2, or branches. 


ADVERTISEMENTS. Applications concerning the insertion of 
advertisements in the Board of Trade Journal should be 
addressed to the Director of Publications, H.M. Stationery 
Office, 421-9 Oxford Street, London, W.1 (Telephone : Mayfair 
7755). 

The Government accepts no responsibility for any of the state- 
ments in the advertisements and the inclusion of any particular 
advertisement is no guarantee that the goods or services advertised 
herein have received official approval. 


Kingsway, 












































Tesued by the National Savings Commtitee, London 





THE BOARD OF TRADE JOURNAL 16th September 1944 I 











Aveling-Barford Led. The Brightside Foundry & 
BA LD W | NS LI M IT c D Automatic Telephone & Engineering Co. Ltd. 
Electric Co. Led. British Alkaloids Led. 
Ashmore, Benson, Pease & British-American . Tobacco 
Co. Ltd. Co. Ltd. Ck 
Art Metal Construction Co. British Bemb Ltd. 
LONDON OFFICE ; tad” | can Ar 
° Charles H. Baber Ltd. British Sidac Ltd. 
P.O. Box No. 255. 6, Broadway, S.W.| Babcock & Wilcox Led. Cables & Wireless Ltd. Cu 
- Balfour, Beatty & Co. Ltd. A. C. Cossor Ltd. 
Batchelor Peas, Ltd. The General Electric Co. Ltd. 
COAL, SILICA BRICKS. Beechams Pills Ltd. Guest, Keen & Nettlefolds Tr. 
The Benjamin Electric Led. Led. 
| RO N STE E L AN D BRASS Lewis Berger & Sons Ltd. Imperial Chemical Industries 
24 Berry’s Electric Led. Ltd. Ste 
CASTI NGS, ROLLS. Beyer, Peacock & Co. Ltd. Sir Robert MacAlpine & Sons 
The Birmingham Chemical Ltd. 
STEEL BARS, SHEETS AND PLATES. Co. Led Standard Telephones & Pu 
J. Blakeborough & Sons Ltd. Cables Led. 
Boulton & Paul Ltd. Stewarts & Lloyds Ltd. 
BLACKPLATE AND TINPLATES. Bovis Limieed. ies i. 








HEAVILY COATED TINNED, TERNE Yo 
AND LEADCOATED SHEETS Just a few of the firms that sub- , 


AND eee scribe to this unique £4-4-0 per 
ELECTRICAL SHEETS, STAMPINGS . 

AND DIAPHRAGMS. ee ae eee 
TANKS, CISTERNS, KEGS AND (the British Bulletin of Commerca) provides in handy 


D RU M S form acomplete and comprehensive guide to Statutory 
. Rules and Orders and all developments, official and 





« non-official, affecting industry and export. 
ALLOY STEEL IN GOTS, BILL ETS, ORDER NOW to secure the 1944 (vol. ¢) Bitelone—tan.- 
BA RS AN D S H E ETS. ~wclce ahinuna ‘ond oie peroneal bodies fa 


whose functions affect the operation of Industry and Com- c 


e merce (approx. 200 pages each) ; together with 3 Reference r4 
Bulleti h h, of i iT] | in Ind 
ALUMINIUM ALLOY SLABS AND Nalunn Wie clone aan : 
SHEETS. sent to : n 
y 
y i ’ ‘The Managing Editor, I 














WAR - TIME TRADING BULLETIN b 


THE BRITISH BULLETIN OF COMMERCE |} + 




















On Admiralty, War Office, Air Ministry, 17 Henrietta Street, London, W.C.2 TEMple Bar 4728 t 
Board of Trade and other lists. | 4 

I. 

N 
















‘Evertrusty’ Industrial 

SAF ETY E U | PM The remarkable development of 
Q E N T Canada presents opportunity for 

Gloves In leather, rubber, and asbestos for all post-war trade extension. Ex- 


Industrial requirements. . plore now. Canada’s 


Respirators and Masks for dust 
and fume protection. 


Clothing to withstand Heat, 
Acids, Oils and Water. 


Goggles and Spectacles for 
welding, grinding, etc. 


Write to-day for catalogue (No. BT) to: 


WALLACH BROS. LTD. 


Contractors to H.M. Government 


49 Tabernacle St., London, E.C.2 


oldest bank welcomes 
enquiries. 


BANK OF MONTREAL ||“ 


Main London Office : TI 
47 Threadneedle Street, E.C.2 


Assets Exceed $1,300,000 000 Ci 


Incorporated in Canada in 1817 with Limite Liability 























Now is the Time to prepare Post-war Marketing’ Plans— 


JACOB SIMON, 6 Holmdale Gardens, London, N.W.4 and ADVERTISERS’ WEEKLY will help you perfect them in readi- 
4 fL 4s ness to take advantage of new sales opportunities. It describes 
are manufacturers of LARGE and SMALL successful marketing and advertising plans and provides data for 


leveloping | > and t trade. One idea alone will repay () 
REPETITION WwoopD TU RN ERY wake sabeevibtion iate of oul ‘aoe. (52 sahhy icone. Send no Ig 




















money now, but, as only a few subscriptions can be accepted, te 

for agricultural, electrical and ~ypeneghar amas write at once to Business Publications Ltd., Dept. A27, White- sh 

Please send enquiries Phene : Hendon 7235 friars House, Tallis Street, London, E.C.4. re 
~ cc 

vA 

te 

CHIEF ADMINISTRATION fc 





» 7 CHANCERY LANE, LONDON,W.C.2 





UNDER THE AvTHORITY oF His Masesty’s StatTionmry Orricz 
By Tos Wuirerriues Pezss Luorep, Loxpox & Tonsrives 8.0. Conm No, 72-2493 











